AMENDMENT NO. 1 DECEMBER 2016 
TO 
IS 15978 : 2012 CYPHENOTHRIN, TECHNICAL — 
SPECIFICATION 


(Second cover page, Foreword, Para 2)— Delete ‘for agricultural use’. 


(Second cover page, Foreword, Para 3) — Substitute the following for the 
existing: 


‘Cyphenothrin is the ISO common name for a racemic mixture of 4 pairs of 
diastereoisomers, designated as (+) -a -cyano-3- phenoxybenzyl (+) cis-trans- 
chrysanthemate’. 
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